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FD-69 ZQBip crytal 1 tze /CD30D 30/Apr/02 

Pulse Sequence: s2pul 

Solvent: CD30D 
And itint temperature 
Filer FD-MDSPSkS-V-C-fi9 
Mercury-30C "mtl-nmra2" 

PULSE SEQUENCE 
Pulse 59.1 degrees 
Acq. time i.Bis sec 
Width 1S7£1,7 Hz 
3372B repetitions 
OBSERVE C13, 75.3A43636 MHz 

DECOUPLE HI, 299.3004119 MHz 
Power 42 dB 
continuously on 
WALTZ-16 nodulated 
DATA PROCESSING 
Line broadenfng 1.0 Hz 
PT size L31072 

Total time 11734 hr, 1 min, 12 sec 





Source: https://www.industrydocuments.ucsf.edu/docs/klnx0001 


22/05 '02 WED 10:08 FAX 514 398 3001 METAB (AMI) 





PM3006740367 



FD-S5 20mg crytalllze /CD30D 30/Apr/OZ 

Pulse sequence; S2pul 
n-nluent- CD30D 
Ambient temperature 
File: FD-MBSP5RB-V-C-63 
Merciiry-SQQ "mtl-nmrflZ" 

PULSE SEQUENCE 
Pulse 59.1 degrees 
Acq. time 1.815 see 
Width 18/61,7 Hz 
33790 repetitions 
OBSERVE C13, 75.3S43S36 MHz 

DECOUPLE HI, 299,6004119 MHz 
Power R2 dB 
continuously on 
WALTZ-16 nodulated 
DATA PROCESSING 
Lina broadening 1.0 Hz 
FT size 131072 

Total time 11734 hr, 1 min, 12 sec 






r 



Source: https://www.industrydocuments.ucsf.edu/docs/klnx0001 


22/05 '02 WED 10:07 FAX 514 398 3001 METAB (AMI) 





PM3006740368 






FD-6S 20mg cr yt alltze /CD3ap SO/Apr/OZ 

.Pulse Sequence: s2pul 
Solvent: CD30D 
hiiiUI ent temperature 
Flic: Fo-MDEPens-v-c-eo 
Mercury-300 n mtl~nsir02" 

PULSE SEQUENCE 
Pulse S3,l degrees 
Acn. time 1.B15 sec 
Width 13731.7 He 

33728 repetitions 
OBSERVE C13, 75.36*13636 MHz 

DECOUPLE HI, 233.8004119 MHz 
Power 42 dB 
continuously on 
WaLte-is modulated 
DATA PROCESSING 

Line broadening 1.□ Hz 
FT size 131072 

Total time 11734 hr, 1 min, 12 sec 




Source: https://www.industrydocuments.ucsf.edu/docs/klnx0001 


22/05 '02 WED 10:09 FAi 514 398 3001 METAB (AMI) 




